To:  Ngo,  Kim[Ngo. Kim@epa.gov] 

Cc:  Atkins,  Blake[Atkins. Blake@epa.gov];  Bernier,  Roberto[bernier.roberto@epa.gov];  Brown, 

Jamesr[brown.jamesr@epa.gov];  Crossiand,  RonniefCrossland. Ronnie@epa.gov];  Foster, 
Althea[Foster.Althea@epa.gov];  Garcia,  David[Garcia. David@epa.gov];  Hayes, 

Mark[hayes. mark@epa.gov];  Restivo,  Angela[Restivo. Angeia@epa.gov];  Rinehart, 
Jon[rinehart.jon@epa.gov];  Smailey,  Bryant[smalley. bryant@epa.gov];  Webster, 
Susan[webster.susan@epa.gov] 

From:  McCasiand,  Mark 

Sent:  Mon  8/1 7/2015  5:47:47  PM 

Subject:  FW:  GKM  - Long  Term  Questions  for  SW  Systems 

LongTermQuestionsForSW  Systems. docx 


Kim: 


Take  those  questions.  Add  Peter’s  comments,  then  please  have  someone  start 
compiling  answers  to  those  questions.  I am  too  busy  with  Morningstar  and  prep  for 
tonight’s  community  meeting. 


Mark 


From:  Nathanson,  Peter,  NMENV  [mailto:Peter.Nathanson@state.nm.us] 
Sent:  Sunday,  August  16,  2015  3:34  PM 
To:  McCasiand,  Mark 

Subject:  RE:  GKM  - Long  Term  Questions  for  SW  Systems 


Thanx  mark! 


1 comment  relative  to  your  first  2 questions  - ask  them  specifically  if  they  have  any 
threshold  values  for  any  water  quality  parameters  and  how  they  use  the  thresholds. 
They  may  have  more  than  one  where,  for  instance  their  action  is  to  sample  or  measure 
more  frequently  and  then  escalate  from  there  to  closing  the  intakes. 


You  may  have  already  planned  to  ask;  just  thought  I'd  mention  it. 
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You  captured  everything  else 


Thanx  again!  Peter 


Sent  from  my  Verizon  Wireless  4G  LTE  smartphone 


Original  message 

From:  "McCasland,  Mark"  <McCasland.Mark@epa.gov> 

Date:  08/16/2015  1:48  PM  (GMT-07:00) 

To:  "Nathanson,  Peter,  NMENV"  <Peter.Nathanson@state.nm.us>,  "Atkins,  Blake" 

<Atkins.Blake@epa.goy>,  "Bernier,  Roberto"  <bernier.roberto@epa.qov>,  "Brown, 
Jamesr"  <brown.iamesr@epa.gov>,  "Crossland,  Ronnie" 

<Crossland.Ronnie@epa.goy>,  "Foster,  Althea"  <Foster.Althea@epa.gov>,  "Garcia, 
David"  <Garcia. David@epa.gov>,  "FI ayes,  Mark"  <haves.mark@epa.gov>,  "Ngo,  Kim" 
<Ngo.Kim@epa.gov>,  "Restivo,  Angela"  <Restivo.Angela@epa.gov>,  "Rinehart,  Jon" 
<rinehart.ion@epa.qov>,  "Smalley,  Bryant"  <smallev.bryant@epa.gov>.  "Webster, 
Susan"  <webster.susan@epa.gov> 

Subject:  GKM  - Long  Term  Questions  for  SW  Systems 


Please  let  me  know  if  any  changes  are  needed  based  on  the  call  we  had  at  noon  MDT 
today. 


Thanks, 


Mark  McCasland 
US  EPA  Region  6 
Drinking  Water  Section  (6WQ-SD) 
1445  Ross  Ave,  Suite  1200 
Dallas,  TX  75202-2733 
(214)665-8088  (w) 
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mccasland.mark@epa.gov 
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